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Message Text 


CONFIDENTIAL POSS DUPE 
PAGE 01 WARSAW 01058 26I005Z 
20 

ACTION SY- 10 

INEO OCT-OI EUR-06 ISO-00 /017 W 

038638 

R 26I00IZ EEB 74 
EM AMEMBASSY WARSAW 
TO AMCONSUL ERANKEURT 
INEO SECSTATE WASHDC 7848 

CONEIDENTIAL WARSAW 1058 

EO 11652: GDS 
TAGS: ASEC 

SUBJECT: ANTI-INTRUSION ALARM EQUIPMENT 
ERANKEURT FOR OIC/RTC, RSS 
DEPARTMENT EOR A/SY/T 

REF: OM, SUBJECT PDI MONITOR MDL 0803, DATED EEB 15, 9174. 

1 . REQUEST RTC ERANKEURT SUPPLY THE EOLLOWING EOR PDI MONITOR, 
THREE ZONES, TRANSMITTERS 6-10, 11-15, 16-20. 

2. SHOULD RTC BE ANABLE TO EURNISH ALL OE THE ABOVE REQUIRED 
EQUIPMENT PLEASE EURNISH ONE ZONE AND TRANSMITTERS 6-10. 

WILL HOLD OFE ON DOOR SWITCH INSTALLATIONS UNTIL REMAINDER CAN BE 
SUPPLIED. 

3. REQUEST RTC SUPPLY A SPOOL OF ADVISOR V, AC-1, CABLE (LINK 
BETWEEN TRANSCEIVER AND MASTER CONTROL). THIS IS NEEDED IN 
ORDER TO COMPLETE WORK IN PROGRESS. 

4. HAVE NOT RECEIVED EQUIPMENT CABINET EOR BELT INSTALLATION. 

HAS IT BEEN SHIPPED? 

DAVIES 


CONEIDENTIAL 


NNN 
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